PITTSBURGH, PA. 


887 


ATIIOL COMBINATION PIPE VISES 



Stationary Rase Nos. 145. H" anil 149 


HO. 2348 


Swivel Base Nos 111. 110 and 149 



PIG. 2349 


No. 

No. 


1 

1 

Brice. 

Sty 

Cither 

1 W«*U (Weight 
Stationary Swivel 
| IUh 1 Ha*e 
Lbs. Lbp 

Stationary 

Base 

Snivel 

Base 

Width 

Jaws 

s I 
Open I 

Capacity Pipe, j 
Inches 

V ises 
Each 

•laws 

Set i 3 

145 

144 

ISVi In. 

5 in. | 

Vi to 2Vi in. I 

*16.00 

*1 25 

43 

4SVV 

147 

146 

4Vi in. 

6 In. 

Vi to 3*4 in. | 

22.00 

1.50 

60 

70 

149 

14S 

SV4 in. 

7 in i 

Vi to 4 In. ' 

32.00 

1.75 

93 

100 



PXG. 23GO 


Weight 


Price 


| Weight | Price || No. J. 


705 | 2 % in.| 

707 ) 71*. (t. 


Swivel Base 


iJSL" I | Weight | Price 


STARRETT’S IMPROVED MACHINISTS’ VISES 

WITH PATENT ADJUSTABLE HANDLE 
Stationary Base ("J Swivel Bose 


no. 235» 


Stationary Base 


iJth Jaw i 


PITTSBURGH, PA. 


























































892 


PITTSBURGH GAGE AND SUPPLY CO. 




FIO. 2365 


ATIIOL MACHINISTS’ VISES 

Swivel Base SWIVEL BASE 


2363 


B 


FIO. 83C3A 


vise 

■ 

Width 

Jaw 

JuW« 

Op*n 

Weight | 

Price 

677 

2*4 

in. 


in 

7*4 

lbs. 

*5.75 

078 

2H 

in. 1 

284 

in. 

11V4 

lbs 

0.50 

679 

3 

in. ] 


in. 

18V4 

lbs. 

7 .50 

680 

3H 

in. 

4 

in. 

3uV4 

IDS. 

8.75 

6S1 

4 

in. I 

5 

in. 1 

48 

lbs. 

10.50 

682 

4 Vi 

m 

6 

In. 1 

64*4 

lbs. 

12.50 

683 

5 

In 1 

7 

in. 

83*4 

lbs. | 

16.00 


STATION 

ARY BASK 


87 

2*4 

in. 

i »> 

in. 

5V4 

lbs 

S4.75 

88 

2*4 

in. 

2V, 

Ilk 

9 

lbs. 

5.25 

89 

3 

in 

IU 

in. 

16 

lbs 

6.00 

90 

3*4 

in. 

4 

in. 

28V4 

lbs. 

7.09 

I* 1 

4 

in. 

5 

in 

38 

lbs 

8 50 

92 

4V4 

In. 

1 6 

in. 

50 

lbs. 

10.00 

1 93 

5 

in. 

I 7 

in. 

65 

lbs. 

13.00 

94 

5*4 

in. 

8 

in. 

loo 

Ihs. 

18.50 

95 

6 

in. 

1 » 

in. 

135 

lbs. 

25.00 

96 

7 

in. 

10*4 

in. 

190 

lbs 

30.00 

97 

8 

in. 

12*4 

in. 

1 260 

lbs. 

50.00 


Stationary Base 


ATHOL 

INISTS’ 

VISES 


Swivel Rase 


STATIONARY BASE 


SWIVEL BASE 


Number | 

Will lb J»o | 

Jaw® Open | 

Weight | 

Price 

Number! 

Width lav 

| Jiws Ope*| 

Weight 

Price 

025 . 


3*4 in. 1 

17 TBs 

35.50 

624 

2*4 In. 

1 3*2 In. 

18 lbs. 

$6.75 

G27 

3 in. 

4 

in. 

21 lbs. 

6.25 

626 

I 3 in. 

4 

in. 

23 lbs 

7.50 

629 

3*4 In. 

5 

in. 

30 lbs. 

7.00 

628 

3*4 in. 

5 

in. 

35 lbs. 

8.50 

631 

4 in. 

6 

m. 

41 lbs. 

9,00 

630 

4 in. 

6 

in. 

48 lbs 

10 50 

033 

4*4 in. 

7 

in. 

57 lbs. 

10 60 1 

632 

4*4 In. 

7 

In. 

68 lbs. 

12.50 

635 

5 In. 

8 

in. ! 

| 7 4 lbs. 

14.00 

634 

[ 5 in. 

8 

in. 

87 lbs 

16.00 

637 

5% In. 

9 

in. 

93 lbs. 

17.00 

636 

1 5V4 in. 

9 

in. 

|108 lbs. 

| 19.00 


ATHOL PIPE GRIPS— swivel jaws 


No. 150A. Fits any 3 to 4 >4 in. Machinist's 
Vise. Will hold % 10 -Vi In. pipe. 

Price ... $2.50 

No. 1F.0B. Fits any 4^» to OH in. Ma¬ 
chinist'* Vise. Will hold y to f> in. pipe. 

Price . 1171 

No. HOC. Fits any G to 8*4 in. Machinist's 
Vise. Will hold Vi to 6 in. pipe. 

Price .$3 00 



ns. 236G 





